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hours is so desirable, is thoroughly justified on practical
grounds, the decorative effect being entirely a secondary
consideration.

An almost unlimited number of new and attractive effects
are possible with modern lighting. Particularly is this true
where the lighting element itself is well-shaped, as is the
case with tube lamps, when attention can be concentrated on
their placing and pattern. In the more * functional' type
of decoration, the all-glass unit with a minimum of metal-
work, of the type so popular in Germany (and used also at
the Stockholm Exhibition of 1930), is both effective and
-practical.

The type of fitting which depends for its decorative value
on numerous small parts, such as suspended plates of glass,
is very difficult to clean and maintain, and probably marks a
more or less transitional stage between the old-fashioned
chandelier and the fitting of the future, which will no doubt
tend increasingly towards simplicity.

Too little consideration has been given in the past to
the relationship of ceiling and floor to the walls of rooms,
except in large-scale problems. Both elements are impor-
tant, and on a drawing are difficult to show; so that the
tendency is for the designer to concentrate on walls alone.
Yet it is obvious that where interest is concentrated on ceil-
ing and floor, the wall treatment may be very simple, and
the same principle applies when the location of the interest
is reversed.

A perfectly bare room, without a single moulding or
decoration, or a stick of furniture, can be made interesting
by colour alone, by the treatments of each plane of wall,
and the planes of floor and ceiling, in different tones of flat
colour; for it is possible to make play with the sense of